To:  Griswold,  Hays[Griswold. Hays@epa.gov] 

From:  Way,  Steven 

Sent:  Mon  10/19/2015  4:09:25  AM 

Subject:  Fwd:  Gold  King  Mine  - Monday  - 0900  conference  Call  - concrete  floor  beam  / floor  finish 

FYI  - in  case  I am  late  or  whatever,  here's  my  "chairperson"  number  to  start  the  eall  vs 
"Partieipant"  passeode: 


Sent  from  my  iPad 
Begin  forwarded  message: 


From:  "Goertz,  Dave"  <Dave.Goertz@WestonSolutions.com> 

Date:  Oetober  18,  2015  at  10:48:03  AM  MDT 
To:  "Way,  Steven"  <wav.steven@epa.gov> 

Cc:  Matt  Franeis  <m.francis@erllc.com>.  "Griswold,  Hays"  <Griswold.Havs@,epa.gov>. 
Chris  Hassel  <CHassel@,harwest.com>.  "NMacgregor@Harwest.com" 
<NMacgregor@Harwest.com>.  Christoph  Goss  <christoph.goss@deereault.com>.  "Petri, 
Elliott"  <Elliott.Petri@WestonSolutions.com> 

Subject:  Re:  Gold  King  Mine  - Monday  - Tuesday  conference  Call  - concrete  floor 
beam  / floor  finish 


I will  be  available  all  day  monday. 
Sent  from  my  iPhone 


On  Oet  17,  2015,  at  5:56  PM,  Way,  Steven  <way.steven@epa.gov>  wrote: 


It  is  time  to  have  a diseussion  and  resolve  the  path  forward  for  the  concrete  work  in  the 
adit.  It  appears  that  the  exeess  Shotcrete  mix  is  not  going  to  be  suitable  for  the  floor, 
and  it  eomplieates  other  aspects  - such  water  management.  In  addition,  there  are  other 
eonsiderations  that  have  eome  to  light. 


Please  let  us  know  if  you  are  available  Monday  morning  at  0900  or  after  1200.  If  not 
Monday,  how  does  Tuesday  work  ? 


Call  In  number: 


Nonresponsive  Conference  Code 


1791741 


ED  000792  00001824-00001 


Conference  Line: 


Nonresponsive  Conference  Code 


Thank  you, 
Steve 


Sent  from  my  iPad 

CONFIDENTIALITY : This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this 
email  from  your  system.  Thank  you. 


1791741 


ED  000792  00001824-00002 


